&® Audi A4 Wiring Diagram No. 312/1 


Diagnostic connection 
From 2002 m. y. 


Main fuse 


A97--0220 


@ onthe Battery 


Fuse holder 


12.2005 


&® Audi A4 Wiring Diagram No. 312/1 
@ Instrument panel driver side 

Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 


4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


12.2005 


&® Audi A4 


Wiring Diagram 


No. 312/2 


25 1© 


ro fo 
Iso W730 


J285 
32a/23 


05 0,35 0,35 0,35 0,35 05 
swibl br br gniro gn/bl roisw 
Brientirie Brias Arter Brians Bren 
1 2 3 4 5 6 re 8 10 110 «12)~=O18 14 
E270) 


D 
5285, 
$12 
$231 
T16 
T32a 


135 ) 


Diagnostic connection 


Ignition/Starter Switch 
Control module with indicator unit in instrument panel insert 
Fuse in fuse holder/relay panel 

Fuse in fuse holder 

16-Pin Connector, black, diagnostic connection 

32-Pin Connector, green, on instrument panel insert 


Ground connection -2-, in instrument panel wiring hamess 


Threaded connection -2- (30), on the relay plate 


Plus connection (15), in instrument panel wiring harness 


’ Plus connection (30), in instrument panel wiring harness 


) Plus connection -2- (30), in instrument panel wiring harness 


Connector (15a, fuse 231), in instrument panel wiring harness 


) Wire connection (K-diagnosis wire), in instrument panel wiring harness 


Wire connection (L), in instrument panel wiring harness 


12.2005 


